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Message Text 


UNCLASSIFIED 
PAGE 01 STATE 024102 
10 

ORIGIN COME-OO 

INFO OCT-01 CIAE-00 DODE-OO EB-07 NRC-07 NSAE-00 TRSE-00 

EUR- 12 ERDA-07 ISO-OO MC-02 ACDA-10 /046 R 

DRAFTED BY COM/CIS/E.T.MOORE/MW 
APPROVED BY EB/ITP/EWT:S.S.GOODMAN 
COM/CIS/H.E. ALLEN 

118058 

R 3101 10Z JAN 76 
FM SECSTATE WASHDC 
TO AMCONSUL SAO PAULO 
INFO AMEMBASSY BRASILIA 

UNCLAS STATE 024102 

EXCON 

E.O. 11652: N/A 

TAGS:ESTC, BR 

SUBJECT: REQUEST FOR A P.L. EXPORT TRANSACTION CHECK 

REF: REFERENCE MANUAL ON ECONOMIC DEFENSE- PART 413 

RCA OF SOMERVILLE, N.J. IS APPLYING FOR AN EXPORT LICENSE, 

BIC CASE A193889, FOR A PROPOSED SHIPMENT TO EMAI INDUSTRIA 
DE APARELHOS MEDICOS ELETRICAS LTDA., R FLORESTA CLUB 222, 
SAO PAULO, BRAZIL, COVERING 100 TYPE 4510 CATHODE RAY TUBES, 
VALUE 3,235. DOLLARS, CCL NO. 72930(1). THE INDICATED END 
USE IS FOR EMAI'S OWN USE. THE CONSULATE GENERAL IS REQUEST- 
ED TO (1) CONFIRM THAT EMAI INDUSTRIA IS A RELIABLE 
RECIPIENT OF U.S. SENSITIVE EQUIPMENT (2) ASCERTAIN THE END 
USE OF TUBES (3) SUBMIT A RECOMMENDATION CONCERNING 
ISSUANCE OF THE EXPORT LICENSE AND (4) PREPARE A WORLD 
TRADERS DATA REPORT ON THE FIRM. KISSINGER 

UNCLASSIFIED 
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Message Attributes 


Automatic Decaptioning: X 
Capture Date: 01 JAN 1994 
Channel Indicators: n/a 
Current Classification: UNCLASSIFIED 

Concepts: ELECTRONIC EQUIPMENT, STRATEGIC TRADE CONTROLS, EXPORT LICENSES, TRANSACTION CHECKS 

Control Number: n/a 
Copy: SINGLE 
Draft Date: 31 JAN 1976 
Decaption Date: 01 JAN 1960 
Decaption Note: 

Disposition Action: n/a 
Disposition Approved on Date: 

Disposition Authority: n/a 
Disposition Case Number: n/a 
Disposition Comment: 

Disposition Date: 01 JAN 1960 
Disposition Event: 

Disposition History: n/a 
Disposition Reason: 

Disposition Remarks: 

Document Number: 1976STATE024102 

Document Source: CORE 

Document Unique ID: 00 

Drafter: CIS/E.T.MOORE/MW 

Enclosure: n/a 

Executive Order: N/A 

Errors: N/A 

Film Number: D760037-0374 
From: STATE 
Handling Restrictions: n/a 
Image Path: 

ISecure: 1 

Legacy Key: Iink1976/newtext/t1 97601 2/aaaaaauu.tel 

Line Count: 51 

Locator: TEXT ON-LINE, ON MICROFILM 
Office: ORIGIN COME 
Original Classification: UNCLASSIFIED 
Original Handling Restrictions: n/a 
Original Previous Classification: n/a 
Original Previous Handling Restrictions: n/a 
Page Count: 1 

Previous Channel Indicators: n/a 
Previous Classification: n/a 
Previous Handling Restrictions: n/a 
Reference: n/a 

Review Action: RELEASED, APPROVED 
Review Authority: hattaycs 
Review Comment: n/a 
Review Content Flags: 

Review Date: 06 JUL 2004 
Review Event: 

Review Exemptions: n/a 

Review History: RELEASED <06 JUL 2004 by schwenja>; APPROVED <21 JUL 2004 by hattaycs> 

Review Markings: 

Margaret P. Grafeld 
Declassified/Released 
US Department of State 
EO Systematic Review 
04 MAY 2006 


Review Media Identifier: 

Review Referrals: n/a 
Review Release Date: n/a 
Review Release Event: n/a 
Review Transfer Date: 

Review Withdrawn Fields: n/a 
Secure: OPEN 
Status: NATIVE 

Subject: REQUEST FOR A P.L. EXPORT TRANSACTION CHECK 
TAGS: ESTC, BR, EMAI INDUSTRIA DE APARELHOS MEDICOS 
To: SAO PAULO 
Type: TE 

Markings: Margaret P. Grafeld Declassified/Released US Department of State EO Systematic Review 04 MAY 2006 


Margaret P. Grafeld Declassified/Released US Department of State EO Systematic Review 04 MAY 2006 



